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PANCHAYAT RAJ & RURAL DEVELOPMENT DEPARTMENT 

(MDL . II ) 
RECONSTITUTION OF THE MANDAL PRAJA PARISHAD , PARVATHIPURAM BY 

RE -DELIMITING THE RESIDUAL VILLAGES OF MANDAL PRAJA PARISHAD , 
PARVATHIPURAM . 
[G . O .Ms. No .518 , Panchayat Raj & Rural Development (Mdl.II), 

20th February, 2020 .] 


APPENDIX 

NOTIFICATION 
In exercise of the powers conferred by sub -sections (1 ) and ( 3 ) of section 148 
of the Andhra Pradesh Panchayat Raj Act, 1994 ( Andhra Pradesh Act No. 13 of 
1994 ) , the Government of Andhra Pradesh hereby reconstitute the Parvathipuram 
Mandal Praja Parishad with headquarters at Parvathipuram in Vizianagaram 
District, with the following Mandal Parishad Territorial Constituencies. 

SCHEDULE 
( 1) Name of the Mandal Praja Parishad 
Reconstituted 

Parvathipuram 
Headquarters of the Mandal Praja Parishad : Parvathipuram 
Name of the District in which the Mandal 
Located 

Vizianagaram 
Particulars of the Mandal Parishad Territorial 
Constituencies in the Mandal 

: As specified in the table 


11 


( 3 ) 


(4 ) 


ANDHRA PRADESH GAZETTE EXTRAORDINARY 


[Part-VII 


Name of the MPTC Segment 


S.No. Name of the 

Grampanchayat 


MPTC 
Segment 
Serial No. 


Krishnapalli 


2 


Sangamvalasa 


MR Nagaram 
Gangapuram 


Addapuseela 


10 


Venkampeta 
Chinabondapalli 


11 
12 
13 
14 
15 


Mulaga 


16 


17 
18 


Buduruvada 


Krishnapalli 
Pedamariki 
Sangamvalasa 
Ravikona 
MR Nagaram 
Gangapuram 
Kavitibhadra 
Sudigam 
Addapuseela 
| Gopalapuram 
Venkampeta 
Chinabondapalli 
LN Puram 
Mulaga 
Velagavalasa 
Dokiseela 
Gochekka 
Buduruvada 
DK Patnam 
Adaru 
Jamadala 
Jammidivalasa 
Tallaburidi 
Bandaluppi 
Puligummi 
Pedabondapalli 
(1 to 8 Wards) 
Pedabondapalli 
( 9 to 12 Wards ) 
Putturu 
Narsipuram 
7 Wards ) 
Narsipuram 
(8 To 14 Wards ) 
Balagudaba 
VR Peta 


19 


20 
21 
22 


Jamadala 


23 


Tallaburidi 
Bandaluppi 


24 
25 
26 


Pedabondlapalli -I 


Pedabondlapalli- II 


( 1 to 


Narsipuram - I 


Narsipuram - II 


29 
30 


Balagudaba 


GOPAL KRISHNA DWIVEDI, 
Principal Secretary to Government . 
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